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E.O. 11652: XGDS-1 

TAGS: ESTC, COCOM, NL, HU 

SUBJECT: NETHERLANDS OSCILLOSCOPE TO HUNGARY - IL 1584 

REF: A. COCOM DOC (73) 1494 

B. STATE 171555 (COCOM DOC (73) 1702) 

1. DECEMBER 10 LETTER FROM DUTCH DEL, COPIED TO COCOM 
CHAIRMAN FOR LATER ISSUE OF DOCUMENT, REACTS TO REF B BY 
REPORTING THAT AFTER CONSULTATION WITH UNESCO AND END-USER, 
EXPORTER HAS REACHED AGREEMENT ON DELIVERY OF SLIGHTLY 
DIFFERENT SYSTEM WITH 100 MHZ BANDWIDTH. SYSTEM CONSISTS 

OF MODEL PM 3370 MAINFRAME (150 MHZ), MODEL PM 3371 DUAL-TRACE 
Y AMPLIFIER (100 MHZ) AND PM 9352 AND PM 9353 PROBES. 

2. IN VIEW OF REDUCTION IN SYSTEM BANDWIDTH DUTCH 
AUTHORITIES BELIEVE US WILL HAVE NO OBJECTION TO THIS 
EQUIPMENT AND WOULD APPRECIATE CONFIRMATION. BROCHURES BEING 
POUCHED DEC 13 BUT ASSUME THESE MAY ALREADY BE AVAILABLE 

TO US TECHNICIANS. 

3. REQUEST INSTRUCTIONS NLT DEC 26. 
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